PHILIP MORRIS 

USA INC. 

OPERATIONS CENTER: 615 MAURY STREET, VIRGINIA 23224 TELEPHONE (804) 274-2000 


March 1, 2005 


Via DHL Overnight 

Mr. Jeffrey C. Milhone 
Covance Laboratories, Inc. 

3301 Kinsman Boulevard 
Madison, Wisconsin 53704 

Re: Amendment Number 2 to Project Agreement Number 2 between Covance 
Laboratories Inc. and Philip Morris USA, Inc., dated July 1,2002 and as amended 
effective October 30, 2003, and pursuant to the Master Sendees Agreement between 
Covance Laboratories Inc. and Philip Morris Incorporated, dated June 7, 2002 

Dear Mr. Milhone: 

Enclosed for your files is your fully executed original of the above referenced agreement. 
Sincerely, 

%M U 4-! 

Valerie A. King 

VAK/kan 
Enclosures 
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Source: https://www.industrydocuments.ucsf.edu/docs/jrfj0001 



